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English(US/UK) 
FCC Warning 
This device complies with Part 15 of the FCC Rules. Operation is subject to the following two conditions: 


(1) This device may not cause harmful interference, and (2) this device must accept any interference received, 
including interference that may cause undesired operation. 


NOTE 1: 

This equipment has been tested and found to comply with the limits for a Class B digital device, pursuant to 
part 15 of the FCC Rules. These limits are designed to provide reasonable protection against harmful 
interference in a residential installation. This equipment generates uses and can radiate radio frequency 
energy and, if not installed and used in accordance with the instructions, may cause harmful interference to 
radio communications. However, there is no guarantee that interference will not occur in a particular 
installation. If this equipment does cause harmful interference to radio or television reception, which can be 
determined by turning the equipment off and on, the user is encouraged to try to correct the interference by 
one or more of the following measures: 


- Reorient or relocate the receiving antenna. 

- Increase the separation between the equipment and receiver. 

- Connect the equipment into an outlet on a circuit different from that to which the receiver is connected. 
- Consult the dealer or an experienced radio/TV technician for help. 


NOTE 2: 
Any changes or modifications to this unit not expressly approved by the party responsible for compliance 
could void the user's authority to operate the equipment. 


English(US/UK) 


Caution 
e The manufacturer and re-resellers are not responsible for any technical malfunctions, damage, or personal 
injury incurred by: 
» Any attempt to dismantle, change or modify the product in any manner 
» Malfunction or damage due to misuse or improper alteration or repair. 
» Malfunction or damage caused by external influence such as falling 
> Malfunction or damage is caused by a fire, salt, gas, earthquake, lightning, wind, water, or other natural 
calamities, or abnormal voltage. 
> Malfunction or damage is caused by other devices connected to the products. 
> Malfunction or damage is caused by high temperature, humid, greasy, dusty and hazardous 
environment. 
e You are cautioned that changes or modifications not expressly approved by Perixx Computer GmbH could 
void your authority to operate the equipment. 
e All brand names, trademarks and logos are the properties of their respective owners. 


Please Note: Long-term repetitive use of any keyboard and mouse could cause injury to user. Perixx 
recommends users to avoid excessive use of this or any keyboard and mouse. 


Important Safety Instructions 

e Avoid Dropping. * Donotdisassemble. © Dono expose to liquids. © This product is suitable for 
moderate climates only. *¢ The maximum ambient temperature during use of this product must not exceed 
40 degree. © Open flame sources, such as candles, must not be placed on this product. * Only use a dry 
cloth or brush to clean this product. 


Specification 









Interface USB 2.0 Key number 87 

Size 315*147*21mm Key Type Membrane 

Cable Length 1500mm Actuation distance 2.3+0.2mm 

Weight 386g Total travel distance 3.2+0.2mm 

Material ABS Durability 10 million keypresses 


OS requirement Win 7/ above 








ESPANOL (ES) 


Tenga en cuenta: 
e El fabricante y los distribuidores no son responsables de los defectos técnicos, dafio 0 perjuicio causado 
por: 
> intentos de desmantelar o cambiar el producto en cualquier forma 
> apropiacion indebida o propias reparaciones 
> influencias externas como caida o un golpe 
> fuego, gas, terremotos, rayos, viento, agua o cualquier otra forma de fuerza externa 
> Otros dispositivos conectados al teclado 
> temperaturas altas o un ambiente humedo, polvoriento o peligroso 
e Se advierte al usuario que los cambios o modificaciones del producto que no estén aprobados 
expresamente por Perixx Computer GmbH, permiten anular el uso del dispositivo al usuario. 
¢ Todos los nombres de marcas, marcas comerciales y logotipos son propiedad de Perixx. El uso excesivo a 
largo plazo de cualquier teclado y el rat6n puede causar lesiones. Perixx recomienda evitar el uso excesivo 
de cualquier teclado y raton. 


Important Safety Instructions 

e Evite las caidas. ¢ No desmonte el producto. *Noexponeraliquidos. ¢ Este producto solo es 
adecuado para climas moderados. ¢ La temperatura ambiente maxima durante el uso de este producto no 
debe supercar los 40 grados. © Nose deben colocar fuentes de llama desprotegidas, como velas, sobre 
este producto. Utilice solo un pafio o cepillo seco para limpiar este producto. 


Technische Daten 









Schnittstelle USB 2.0 Tastenanzahl 87 

Abmessung 315*147*21mm Tasten Typ Membrane 

Kabellange 1500mm Tastendruck- Signal 2.3+0.2mm 

Gewicht 386g Gesamter Tastenhub 3.2+0.2mm 

Material ABS Lebensdauer 10 Millionen Tastenanschlage 


Betriebssystem Win 7/ above 





ESPANOL (ES) 


Tenga en cuenta: 
¢ El fabricante y los distribuidores no son responsables de los defectos técnicos, dafio o perjuicio causado 
por: 
» jintentos de desmantelar o cambiar el producto en cualquier forma 
> apropiacion indebida o propias reparaciones 
> influencias externas como caida o un golpe 
» fuego, gas, terremotos, rayos, viento, agua o cualquier otra forma de fuerza externa 
> Otros dispositivos conectados al teclado 
» temperaturas altas o un ambiente humedo, polvoriento o peligroso 
¢ Se advierte al usuario que los cambios o modificaciones del producto que no estén aprobados 
expresamente por Perixx Computer GmbH, permiten anular el uso del dispositivo al usuario. 
¢ Todos los nombres de marcas, marcas comerciales y logotipos son propiedad de Perixx. El uso excesivo a 
largo plazo de cualquier teclado y el raton puede causar lesiones. Perixx recomienda evitar el uso excesivo 
de cualquier teclado y raton. 


Important Safety Instructions 

e Evite las caidas. e No desmonte el producto. *Noexponeraliquidos. ¢ Este producto solo es 
adecuado para climas moderados. «La temperatura ambiente maxima durante el uso de este producto no 
debe supercar los 40 grados. © Nose deben colocar fuentes de llama desprotegidas, como velas, sobre 
este producto. _—* Utilice solo un pafio o cepillo seco para limpiar este producto. 


Technische Daten 









Interfaz USB 2.0 Numero clave 87 

tamafio 315*147*21mm Tipo de tecla Membrane 

Longitud del cable 1500mm Distancia de actuaci6n 2.3+0.2mm 

Peso 386g Recorrido total 3.2+0.2mm 

Material ABS Durabilidad 10 millones de pulsaciones 


Requisito del sistema operativo Win 7/ above 





FRANCAIS (FR) 


Avertissement 
° Le fabricant et re-revendeurs ne sont pas responsable des défaillances techniques, des dommages ou des 
blessures occasionnées par: 
> Toute tentative de démonter, changer ou modifier le produit de quelque maniére 
> Dysfonctionnement ou dommages a cause d’une mauvaise utilisation ou une modification incorrecte ou 
la réparation. 
> Dysfonctionnement ou dommages causé par la chute apres I'achat. 
> Dysfonctionnement ou dommages sont causés par un incendie, le sel, le gaz, tremblement de terre, la 
foudre, le vent, l'eau, ou 
d'autres calamités naturelles, ou d'une tension anormale. 
> Dysfonctionnement ou les dommages sont causés par d'autres appareils connectés au clavier. 
> Dysfonctionnement ou dommage est causé par une température élevée, environnement humide, 
grasse, poussiéreux et dangereux. 


° Vous étes averti que des changements ou des modifications ne sont pas expressément approuvées par le 
responsable tiers pour la conformité pourraient annuler votre autorité quant a utiliser cet appareil. 
e Tous les noms de marque, marques et logos sont la propriété de leurs propriétaires respectifs. 


S'il vous plait noter: l'utilisation répétitive a long terme d'un clavier et une souris pourrait causer des 
blessures a l'utilisateur. Perixx recommande aux utilisateurs d'éviter l'utilisation excessive de ce ou tout 
clavier et la souris. 


Instructions importantes de sécurité 

° Ne pas faire tomber. *Nepasdémonter. Ne pas exposer a des liquides. * Ce prodult est adapteé 
uniquement aux climats modérés. ¢ La temperature ambiante maxmale pendant l'utilisation de ce produit 
ne doit pas dépasser 40 degrés. © Ce produit ne doit pas étre exposé a des sources de flame nue, 
notamment des bougies. | Nettoyez ce produit uniquement avec un chiffon sec ou une brosse. 


Specifications techniqes 








Interface USB 2.0 Numéro de clé 87 

Taille 315*147*21mm Type de Touche Membrane 
Longueur de cable 1500mm Distance d'actionnement 2.3+0.2mm 
Poids 386g Distance de déplacement 3.2+0.2mm 
Matériel ABS totale 


Win 7 / above Durabilité 10 millions de frappes 





Exigence du systeme d'exploitation 








ITALIANO (IT) 


Attenzione 
¢ || produttore e i rivenditori non sono responsabili per eventuali malfunzionamenti tecnici, danni o lesioni 
personali causati da: 
> Qualsiasi tentativo di smantellare, cambiare o modificare il prodotto in qualsiasi modo 
>» Malfunzionamenti o danni dovuti ad uso, alterazione o riparazione impropri. 
>» Malfunzionamenti o danni causati da fattori esterni come la caduta 
> Malfunzionamenti o danni causati da incendi, sale, gas, terremoti, fulmini, vento, acqua, o altre calamita 
naturali, ovvero da voltaggio anomalo. 
> Malfunzionamenti o danni causati da altri dispositivi connessi al prodotto. 
> Malfunzionamenti o danni causati da alte temperature ovvero da ambiente umido, grasso, polveroso o 
pericoloso. 
e Si avvisa che alterazioni o modifiche non espressamente approvate da Perixx Computer GmbH potrebbero 
annullare il vostro permesso di utilizzare l'apparecchiatura. 
e Tutte le etichette, i marchi e loghi sono di proprieta dei rispettivi titolari. 


Nota: A lungo termine I'uso ripetitivo di qualsiasi tastiera e mouse potrebbe causare lesioni all'utente. Perixx 
consiglia agli utenti di evitare l'uso eccessivo di questa o di qualsiasi altra tastiera o mouse. 


Istruzioni importanti per la sicurezza 

e Evitadicadere *Nonsmontare e¢Nonesporrealiquidi | * Questo prodotto é adatto solo per climi 
temperati 

e La temperatura di ambiente durante I'uso di questo prodotto non deve superare i 40 gradi. = ° Fonti di 
fiamme libere, come candele, non devono essere posizionate su questo prodotto.  « Utilizzare solo un 
panno asciutto o una spazzola per pulire questo prodotto. 


Specifiche 








Interfaccia USB 2.0 Numéro de clé 87 

Taglia 315*147*21mm Type de Touche Membrane 
Lunghezza del cavo 1500mm Distance d'actionnement 2.3+0.2mm 
Peso 386g Distance de déplacement totale 3.2+0.2mm 
Materiale ABS Durabilité 10 milioni di 


Requisito del sistema operativo Win 7 / above 





pressioni sui tasti 





Fi Aaa (JA) 


fRaER IE OOS 
¢ Ral P CLEROBSIL, BHHAL SSR RAM REMAN CH MSH COUKEFET . 
> Bee ope mepgrar aa ete ee oy FR. HEFEIX EY MEL 
> ELA. RASCIC KOM RAMEE. 
> BRREOREES GAR. HS, KY. D-EOHB. REABAOK-B-BRADAYVAARE) 
<kUMMLEES. 
> HE. KK BB. MKS. TOMOKRMR, BE, RE BECCONRWSAI KY RMBLEBA. 
> RAT AVEO ORM Hei, EISMAWUA CH AL, MEL ISRIBLEEA. 
> A —MRABEA CRECN OR ARO BASHA ME. ME. RS. BL<KMSFANOME 
(AC HA. FU hI Ss) (EY MLE. 
> SO, PAEBELIIRAMBOONGSAMKERENKBA. 
¢ AARMNSETUCETU BAF SCRE PEHS IIL, ARRORAS ARSE COLEKEA 
BOSWES. AAFC T ACHES), 
© ABIiMOPIE SG PRS POASOMBELTNENSHAOMALTHIET, 


(8 FAL O OER: -F—R-F PYIDAERRIRE ST OL, FB. . RSCIRWGBSA SHOT 
AD GVES . RAF ERO OR AeBIZA<CESLY, 


BEILBHUWEECEOIX  —-e SBHEARLYGCEALY — oe SABLALYGCKPESLY oe SBD AALIGKES 
L\ -« #R FFI SL): BURR COMAILARIT RSL) «PA RORSARISOE CT 
©A5THED KER MITITDITELYCCKESL oe FRIROURILEZU EA ELILISTL OAR ER<KES 
L\ 


ee 












A Aa Ea USB 20 87 





+-¥—-85 


HAA 315*147*21mm +—-447 Membrane 
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Keynumber 87 


Roy 315*147*21mm ge ay Membrane 
ZEA IKE 1500mm PRA HIS  — 2.340.2mm 
Ee 386g CTS 3.240.2mm 
AAR ABS tRHEF Op 1000 xx 
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Rv 315*147*21mm $22 FEF Membrane 
4G fe 1500mm fi 2S PbS = 2.34+0.2mm 
se 386g AE4TFZ =. 3..240.2mm 
tS ABS AB 10008 Re 





FARE XK Win7/ above 








RAWASA RRR 


AY of (24 st): PERIBOARD-409 
Type designation (Type) 
PRAMS RAS a 


Restricted substances and its chemical symbols 


: 7\ 1B 8 BRIA SRAM 
Lead 7k Mercury fraCadmium Hexavalent Polybrominated Polybrominated 
(Cd) chromium biphenyls diphenyl ethers 
(PBDE) 


aN fiat : AAR ee 


Equipment name 





fa 1. “HHO1LWt%” R&R -MNO0 wWt%’ Ki RAMRZAD Se SRWADLeSSeE - 
Note1: “Exceeding 0.1 wt%" and “exceeding 0.01 wt %" indicate that the percentage content of the 
restricted substance exceeds the reference percentage value of presence condition. 


fas 2. “O" fie x RRAVR Zan beSrBRuaD tees - 
Note2: “O"” indicates that the percentage content of the restricted substance does not exceed the 
percentage of reference value of presence. 


faS 3. ~-" fieZRRAWS AHIR - 
Note3: The “-" indicates that the restricted substance corresponds to the exemption 
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